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Dear Sir: 

Remember these "famous last words?" -- 

"They'll never replace the smoke signal as the fastest means 
of communication." -- Chief White Cloud 

"The telegraph is the loltimate in fast communications." — 

Engineer, I850' 

"With the vacuum tube, we’ve reached the zenith in communica¬ 
tions potential." ~ Engineer, 1920’s 

"Transistors eure the fineil step in the search for speedy, reliable 
means of communication." ~ Engineer, 1950’s 

"Integrated circuits axe IT! They can’t possibly go beyond this 
revolutionaury new concept." -- Engineer, 1960’s 

WANT TO BET ON IT! 

Today, we think integrated circuits eire great. And they are, but the 
electronics field is so dynaunic ... so fetst-changing ... that today’s con¬ 
cepts will be obsolete tomorrow. 

If you don’t want to be like those engineers of other times ~ the ones 
who thought they had reached the outer limits of leaurning ~ here’s how you 
can prepare for the i;^heavals in electronics to come — 

— Invest ais little a& 0^ a. week in a personal subscription to 
"Electronics" ~ and receive a FREE copy of the 254-page "I966 
Electronics Handbook of Circuit Design" ais a bonus ! 

Your Handbook represents a careful selection of recent "Electronics" ar¬ 
ticles. Its 150 exclusive reports were written by engineers actuailly working 
in the electronics industry. They offer you a practicail, con5)rehensive view 
of all that’s new and valuable in the cheinging world of circuit design. 

You’ll discover hundreds of novel circtiit ideais aind paickaiglng 
schemes — solutions to scores of vexing design problems ~ 
more than 5OO schematics, nomographs, pictures, tables, charts 
and reference sheets in your FREE Handbook. 
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Tou'll thumb through its big "Designer's Casebook Section" ... 
reviews of Circuit Design Applications ... Uni;)unction Transistors ... 
Instrumentation ... Cold Cathode Tubes — for just such information as: 

Designer's Casebook .How to Form Accurate Dividers With Nonprecise 

Resistors ... How to Squeeze In More Components By Adding A Micro. . 
Amplifier ... Single Transistor Provides Low-Cost Phase Shifter ... 

Diamond Circiiit Measures Phase Shift ... Amplifier Can Be Adjusted 
To Cancel Unbalanced Noise. , . 

Circuit Design Applications ....Monostable Circuits Need Power Only When 
They Work ... Four-Layer Diodes Form Staircase Generator ... Nomograph 
And Chart Pinpoint Sources Of Ripple Voltage Limitation ... Filter 
Design Easy As Pi. 

Unijunction Transistors .Now, New Unijunction Geometries ... Quick- 

On-The Trigger Design ... Unijunction Device Gets High Marks In Strin¬ 
gent Tests of Reliability. 

Instrumentation .Measurement Of Stored Charge In Diode Clearly Defines 

Svd-tching Speed ... Digital System Continuously Converts Transducer 
Data Into Meaningful Units ... Two Ways to Measure Distortion ... Step- 
By-Step To A Linear Frequency Sweep. 

Co Id-Cathode .Using The Cold Cathode Tube ... Cold-Cathode Tubes As 

Triggers ... Using Cold-Cathode ITibes To Count And Store. 

But your personal "Electronics" subscription offers you much more than 
reviews of new circuit design ideas. "Electronics" covers all phases of 
electronic design ... research ... application ... and manufacturing. 

Every issue updates you through fast-reading reports grouped under 
Electronics Review ... Probing the News ... Electronics Abroad. And in each 
issue you'll find such intensely popular departments as: 

Electronics Newsletter Washington Newsletter 

Technical Abstracts Meeting Previews 

New Products New Literature 

People Reprints 

Moreover -- special Theme Issues provide in depth reviews of such vital 
developments as MOS INTEGRATED CIRCUITS - THE OVERUI TRANSISTOR - BIOTELE- 
METRI - FIELD EFFECT TRANSISTORS - OCEANOGRAPHY, etc. 

And, as part of your subscription, you'll be sent 
the annual 1300-page Buyers' Guide Issue ... containing 
complete information on 3,600 cross-indexed products 
... the names, addresses and telephone numbers of 
5,000 electronics manufacturers ... their number of 
employees ... and othei’ pertinent data. 

But see for yourself how "Electronics" can help you keep informed of 
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latest advances in our dynamic field. -- 

You have this guarantee : If at any time "Electronics" fails to 
live up to expectations, we'll refund your unused payment 
cheerfully — and the 254-page Handbook is yours to keep . 

Fair enough? ... Then please return your Courtesy Card today --to start 
'receiving "Electronics", and to be sent your FREE "Electronics Handbook of 
Circuit Design." 

The order card is postage-paid for your convenience. 



Sincerely 


HCSAQ 


H. C. Spencer 

Subscription Sales Manager 


P.S. For a brief outline of what was covered in "Electronics" 
thousands of pages of 1965 editorial material, you need 
only turn this page. 
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AN OUTLINE OF SOME TYPES OF ARTICLES "ELECTRONICS" 

READERS RECEIVED IN THE LAST YEAR 

Amplifiers & Oscillators 103 Articles 

Antennas 54 " 

Audio, Infrasonics & Ultrasonics 35 " 

Communications 357 " 

Computing & Data Processing 256 " 

Consumer Products 111 " 

Diodes, Solid State 67 " 

Displays, Readouts & Printers 35 " 

Filters & Networks 24 " 

Hardware 14 " 

Industrial Electronics 167 " 

Infrared 14 " 

Lasers & Masers 58 " 

Magnetics 24 " 

Materials 111 " 

Medical Electronics 45 " 

Microelectronics 127 " 

Microwave 104 " 

Optoelectronics 111 " 

Power Supplies 63 " 

Production Methods, Machinery, Tools, Packaging 138 " 

Space, Weapons, Missiles & Undersea 191 " 

Test & Measurement 132 " 

Transistors 60 " 















Please fill in all data 


Electronic Engineer's Courtesy Card No, 



Send me my FREE copy of the 254-page 1966 ''Electronic Handbook of 
Circuit Design", os a bonus with my one year "Electronics" subscription for $6. 

□ 3 Years $12 (FREE book included) — Saves me $6! 

[~~| Payment Enclosed Q Bill Me Q Bill My Firm 

YOUR TITLE 

NAME_OR POSITION _ 

COMPANY NAME_ 

COMPANY ADDRESS_ 

CITY _STATE_ZIP CODE _ 

PRODUCT SERVICE 

MANUFACTURED _(OR) PERFORMED _ 

Please check your [~~| Research, Design, Q Production, Operation, Q Other - 

Dept, or Function; Development Maintenance - 

(Please Describe) 

Are you involved in the specification of electronic or allied products? CD YES O NO 

n Check here if you wish publication sent to home address_ 

♦ STREET _ CITY _ STATE _ ZIP 



14-4 


14-R8D 































FIRST CLASS 

PERMIT No. 42 

HIGHTSTOWN, N. J. 

BUSINESS REPLY MAIL 


NO POSTAGE STAMP NECESSARY IF MAILED IN THE UNITED STATES 


POSTAGE WILL BE PAID BY 


Electronics 


P. O. BOX 514 


Hightstown, N. J. 08520 


SUBSCRIPTION DEPT. 

-- 
































